Disposable Plastic Medical Patient Test Sample Cup Specimen Collector 
Urine Container 


Location: China Business Type: Manufacturer, Exporter 
Brands: Hongding origin: zhejiang 
Color: blue Terms of payment: L/C, T/T 


Terms of delivery: Shipping Minimum order quantity: 10 CTNS 
Delivery time: 7-15 days 


Ningbo Hongding Medical Equipment Technology Co., Ltd. is located in Yuyao 
city, Zhejiang Province, the hometown of mold and the kingdom of plastic. 
We are China custom Disposable Plastic Medical Patient Test Sample Cup 
Specimen Collector Urine Container suppliers and OEM/ODM Disposable 
Plastic Medical Patient Test Sample Cup Specimen Collector Urine 
Container company. As a modern enterprise, we are committed to research 
and development, focusing on the production and sales of special plastic 
consumables for medical experiments. 


https://www. hongding-medical. com/product/urine-container-stool-contai 
ner/disposable-plastic-medical—patient-test-sample-cup-specimen-colle 
ctor-urine-container. html 


